ST  MARY,  STAR  OF  THE  SEA  CATHOLIC  CHURCH, 
FORT  MONROE,  Old  Point  Comfort,  Virginia. 
Built  in  1903  to  replace  the  origina  wooden 
building  which  dated  from  1860.  Harper's  Weekly, 
1862,  shows  the  Army  of  the  Potomac  marching 
past  the  original  St.  Mary's. 


x|f>^  Caption  by  Fort  Monroe  Casemate  Museum 
Color  Photo  by  Walter  H.  Miller 
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